ST       PATRICK  S      CATHEDRAL      IS      LOCATED     ON  PItl 
FIFTH      AVENUE     AT     50TH     STREET.      IT     IS  THE 
LEADING     ROMAN     CATHOLIC     CHURCH     IN  NEW 
YORK      CITY      AND      ONE      OF      THE      GRANDEST        .  ^ 
CATHEDRALS   IN   THE  WORLD. 
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